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ORIGIN SY-05 

INFO OCT-01 EUR- 1 2 NEA-10 ISO-OO /028 R 

DRAFTED BY A/SY/T: JPERDEW:JNH 
APPROVED BY A/SY/T: DGFISCHER, CHIEF 
DESIRED DISTRIBUTION 
SY/FO/AF/EUR 

127165 

R 221629Z DEC 75 
FM SECSTATE WASHDC 
TO AMCONSUL CASABLANCA 
AMEMBASSY CAIRO 
AMEMBASSY ATHENS 

CONFIDENTIAL STATE 300338 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: AUTOSCAN INSTALLATIONS 

REF: PERDEW/GILLIAM TELCON OF DECEMBER 17. 

CASABLANCA FOR RTC, CAIRO FOR RSO, ATHENS FOR TSO 

1. SY/T HAS SCHEDULED AUTOSCAN INSTALLATIONS FOR BOTH 
CAIRO AND ATHENS. DESKS AND FRAMES HAVE ALREADY BEEN SENT. 
ELECTRONICS BEING HELD HERE AND WILL BE FORWARDED JUST 
PRIOR TO INSTALLATION TEAM TRAVEL. 

2. BOTH ATHENS AND CAIRO INSTALLATIONS NOW PLANNED FOR AP- 
PROXIMATELY MID-MARCH. SY/T WILL ADVISE WHEN SCHEDULE BE- 
COMES MORE FIRM. 

3. TSO JAMES FRANK HAS RECEIVED INTENSIVE TRAINING ON AUTO- 
SCAN SYSTEMS. FURTHER TRAINING SHOULD GIVE HIM SUFFICIENT 

KNOWLEDGE TO MAKE OR AT LEAST PARTICIPATE IN BOTH INSTAL- 
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